To:  Burden,  David[Burden. David@epa.gov] 

Cc:  Kavlock,  Robert[Kavlock. Robert@epa.gov];  Koglin,  EricfKoglin. Eric@epa.gov];  Sayies, 

Gregory[Sayles. Gregory@epa.gov];  Snyder,  Emily[Snyder.Emily@epa.gov];  Jewett, 
David[Jewett.David@epa.gov];  Lowrance,  Richard[Lowrance. Richard@epa.gov];  Williams, 
Joe[Williams. Joe@epa.gov];  vanDrunick,  Suzanne[vanDrunick. Suzanne@epa.gov] 

From:  Burke,  Thomas 

Sent:  Sun  8/16/2015  8:48:59  PM 

Subject:  Re:  GW  well  tech  assistance 


Deliberative  Process/Ex.  5 


Tom 

Thomas  A.  Burke,  PhD,  MPH 

Deputy  Assistant  Administrator 

EPA  Science  Advisor 

Office  of  Research  and  Development 

202-564-6620 

burke.thomas@epa.gov 

On  Aug  16,  2015,  at  4:00  PM,  Burden,  David  <Burden.David@epa.gov>  wrote; 


Bob, 


I was  out  of  the  office  on  Friday,  so  I am  just  now  seeing  your  message. 

If  ORD  or  any  of  the  EPA  Regions  need  any  technical  assistance  related  to  the  Gold  King 
Mine  contamination,  please  contact  me  and  we  will  get  a team  of  experts  together  to 
address  the  issues. 

Thanks. 


Dave  Burden 


David  S.  Burden,  Ph.D.,  Director 
Ground  Water  Technical  Support  Center 
U.S.  Environmental  Protection  Agency 
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National  Risk  Management  Research  Laboratory 


Ground  Water  and  Ecosystems  Restoration  Division 
Ada,  OK 


Email:  burden.david@epa.gov 
Phone:  580-436-8606 


From:  Kavlock,  Robert 

Sent:  Friday,  August  14,  2015  3:31  PM 

To:  Burke,  Thomas 

Cc:  Koglin,  Eric;  Sayles,  Gregory;  Snyder,  Emily;  Burden,  David;  Jewett,  David; 
Lowrance,  Richard;  Williams,  Joe;  vanDrunick,  Suzanne 
Subject:  GW  well  tech  assistance 


Tom 


If  you  need  tech  assistance  on  well  infiltration,  the  main  contact  is  Dave  Burden  in  our  Ada 
Lab.  Number  580-436-8606.  He  heads  the  tech  support  center.  The  Branch  Chief  there  is 
Dave  Jewett,  phone  580-436-8560.  Cc’ing  them  both  on  this.  Joe  Williams,  the  SSWR  Ml  for 
NRMRL,  provided  the  names.  Also  cc’ing  the  lab  director  there,  Richard  Lowrance. 


Bob 
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